


Faculty of Fine Arts 
Division of Performing Arts 
presents 


LA FOLLE DE CHAILLOT 
by Jean Giraudoux 


A BILINGUAL PRODUCTION 
March 13, 14, 15, 16, 17, 18 


Curtain: 8 p.m. 


Admission: Public: $3.00 
Students: $2.00 


TICKETS ON SALE: 


Information Desk - Hall Building: 
March 5 - March 16: 9 a.m. - 5 p.m. (Mon. - Fri.) 
TELEPHONE: 879-2852 


Theatre Box-Office: 


March 5- March 16: 5:30 p.m. - 9:30 p.m. (Mon. - Fri.) 
March 10, 11, 17, 18: 3:30 p.m. - 9:30 p.m. (Sat.- Sun.) 
TELEPHONE: 879-4341 


DOUGLASS BURNS CLARKE THEATRE 
1455 Blvd. de Maisonneuve W. 








UNIVERSITE . 
CONCORDIA ` 


la Faculté des beaux-arts 
la Division des arts d'interprétation 
presente 


LA FOLLE DE CHAILLOT 
de Jean Giraudoux 


UNE PRODUCTION BILINGUE 
le 13, 14, 15, 16, 17, 18 mars 
rideau: 20h 


entrée: publique: $3.00 
étudiants: $2.00 


Point de Vente des Billets: 





Kiosque d’information du pavillon Hall: 
a partir du 5 mars: 9h - 17h (lun. - ven.) 
TELEPHONE: 879-2852 


Guichet du theatre: 


a partir du 5 mars: 17h30 - 21h30 (lun. - ven.) 
10, 11, 17, 18 mars: 15h30 - 21h30 (sam. -dim.) 
TELEPHONE: 8/9-4341 


THEATRE DOUGLASS BURNS CLARKE 
1455, Boul. de Maisonneuve ouest 





